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CALIFORNIA ELEVATOR SAFETY CONSTRUCTION CODE 

Note: Refer to the California Code of Regulations, Title 8 for the Part 7 Item 

HISTORY NOTE 

1. (DOSH 01/06) Change without regulatory effect to make reference to California Code of Regulations, Title 8, Division 1, 
Chapter 4, Subchapter 6, Elevator Safety Orders for elevator safety standards regulated by the Department of Industrial 
Relations, Occupational Safety and Health Standards Board. 

Notation 

Authority: Labor Code Section 142.3 

References: Labor Code Section 142.3; and Health and Safety Code Section 18909 



